(d)  Are  the bias  voltages  correct   for  normal   transistor
operation?

Instructor's   initials

2.     Common-collector  amplifier

a.     Complete  the   following   schematic  of  the   common-collector
amplifier  and   label  components.

b.     Static  measurements   and  calculations:

U)  VB  -________________              (6)   VBE

(2)   VC =___________________                 (7)   IE

(3)   VE  = _________________               (8)   RJ

(4)   IB - ________________               (9)

(5)   VBC = _______________

measurements:

132_        (7) AZ (a)
